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Rainald of Dassel at his right hand to urge him to persist;
his personal animosity against Alexander was another factor.
So it was decided to find a successor to Victor IV, and there
was an obvious choice in Guido of Crema, who had been
Octavian's constant ally in the Curia during Hadrian IV's
Papacy ; he took the name of Paschal III. This time there
was not even the semblance of a general council to justify
the election, and Frederick could not obtain the recognition
even of his own subjects for the new anti-Pope. Except
for Rainald all the archbishops of Germany were opposed to
the continuance of the schism, and the archbishop-elect of
Mayence, Conrad of Wittelsbach, fled to France to avoid
compliance. Frederick promptly replaced him by Christian
of Buch, a prelate of the temper of Rainald, so that at
Mayence and Cologne he had at least two martial and capable
archbishops, who were willing to place the dignity of the
Empire before all ecclesiastical considerations. But the Ger-
man Church as a whole was opposed to the election of Paschal,
so that Frederick could no longer boast a united Empire
behind him. The situation seemed so much more promising
Return of to Alexander III that he decided to risk his return; in
1165, with an escort of Sicilian vessels, he made a triumphant
re-entry into Rome.